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THE NEW 


[Patent Revolving Cett Trial Frames, 


Manufactured by the 


Elinerican Optical Company, 
Southbridge, Mass., 


U.S.A. 


AMERICAN OPTICAL COMPANY. 


at. June 25, 


ORDER OF ANY WHOLESALE HOUSE. 


ILLUSTRATED CATALOGUE 


OF 


SPECTACLES ann EYEGLASSES, 


8-K, 10-K AND 14-K GOLD, PLATINUM, SILVER, ALUMNICO, ROMAN ALLOY, 


GERMAN SILVER, FILLED GOLD, STEEL, FRAMELESS, ETC., ETC. 


LENSES, TRIAL SETS AND MATERIAL. 


Our Goods are carried by all the leading jobbers in Optical Goods in the 


United States, Canada and Europe, 


(IN ORDERING READ PAGES 5 TO 12.) 


TO THE TRADE: READ THIS. 


Oy N PRESENTING this, the first edition of our illustrated Catalogue, we take this 

opportunity to say that we have for some time past realized the necessity of some 
ay medium whereby we could have our goods better known and understood by the 
dealers; and in the composition and arrangement of this Catalogue we have endeavored 
to be as explicit as possible in all the details pertaining to the goods, and trust that our 
efforts will meet your requirements and with your approval. " 

It is now a well-known fact that we depend upon the jobbers for the distribution of 
our product; and experience has convinced us that we have made no mistake in adopting 
this method for disposing of our goods. 

It has always been our custom to make all special styles ordered; and although we 
have unlimited facilities for this work, such orders necessarily require more time for 
execution than those for our regular goods. 

Owing to the great diversity of styles we manufacture, we have found it impracti- 
cable to carry finished goods in stock to any great extent, with the exception of the 
more staple lines. We therefore suggest to our patrons that they anticipate their wants 
as far in advance as possible. 

We are aware that goods are being constantly offered to the opticians and retail 
trade and falsely represented as having been manufactured by us; and in this connection we 
would say that we will always hold ourselves in readiness to report on any samples sent 
us and to answer all inquiries relating to our goods, and would accord such correspond- 
ence our special attention. We believe we have acquired an enviable reputation in the 
past for honorable dealing, as well as for the uniformity and quality of our goods. It is 
our purpose to sustain this reputation in the future, and by so doing we shall endeavor to 


merit a continuance of your esteemed preference for our goods. 


AMERICAN OPTICAL COMPANY. 


GEO. W. WELLS, 


President and Treasurer. 


AMERICAN OPTICAL COMPANY 5 


NOTICE. 


If the following remarks and explanations are carefully considered, we are confident our 
customers will be greatly assisted in correctly preparing their orders for our goods, and thus 
avoid possibility of misunderstanding on our part : — 

1. ALL OUR STEEL GOODS are well tempered in all their parts, and all goods are made 
to fit “A. O. Co.” Standard Eye Plates, and are interchangeable. 

2. STEEL SPECTACLES AND EYEGLASSES are made ‘Blue,’ unless ordered ‘‘ Bronze” 
or ‘* Nickeled.” 


3. TO AVOID MISTAKES or misunderstandings, when ordering give Catalogue number, size 
of Eye, style of Bridge (if other than C.), color of Frame (if not wanted aerLUeG gta 
and kind and quality of Lenses. 


4. ANY SPECTACLES made ‘‘ angular” when so ordered. 


5, ALL SPECTACLES are made with assorted pupillary distances and heights. Those of No. 
70 grade and better; if not otherwise ordered, are assorted as follows in each dozen :— 


Ae 1 pr. 2 prs. s 6 prs. _ 2 prs. ” 1 pr. 
a 2x4 2¥5 XE & ye 2§X fy & § 2Y¥g X Ye & § 25x § 
> < 1 pr. 2 prs. 6 prs. 2 prs. _1pr. 
ete xy SAxR&L xk Ret Bexaeh “Hx; 


6. WHEN SPECIAL EYES OR BRIDGES are required, reference should be made to our 
‘Cuts of Bridges and Eyes,” or our lettered ‘«S.S. System” (see pages 7 to 10), for 
ordering Spectacles with Saddle Bridges. 


IF SPECIAL DIMENSIONS are ordered in small quantities of each dimension, an extra 
charge must be expected. We are also obliged to charge extra for single pairs, 


~l 


8. ALL OUR EYEGLASSES not otherwise described are made with Cork Guards, unless 
ordered to the contrary. 


<o 


FOR ALL EYEGLASSES the unit figures 2 and 3 indicate «“ Offset.” 


10. FOR STEEL SPECTACLES the unit figure of list number indicates : — 


1. Turnpin temples. 5. Grooved lenses. 

2. Round temples. Riding temples. 

3. Half round temples. Half riding round temples. 
8. Short end piece. 


re 


11. ALL STEEL SPECTACLE FRAMES of No. 70 and better quality, also Alumnico, Roman 
Alloy and Gold-Filled, are made with Broad Bridges. 


12. SADDLE (S.S.) BRIDGE STEEL FRAMES of No. 326 and better quality, Alumnico, Roman 
Alloy, Silver and Gold-Filled, will be made with Broad Bridges if so ordered. 


13. THE TERM “BROAD” indicates the Bridge wide at the crest. 


14. C. AND S.S. STEEL BRIDGES on all the better grades of goods are made * Showy ” (extra 
wide at crest) when desired. 


15. WHEN SMALL SAMPLES are enclosed with an order they should be attached to the order, 
and thus preclude possible loss. If sent by merchandise mail, the customer’s card or 
name should appear on the sample or the wrapper. 


16. PARTS OF ANY OF OUR GOODS furnished for repairing, etc. 


(See next page.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


6 AMERICAN OPTICAL COMPANY 
NOTICE, Continued. 

1. FOR GOLD, SILVER, German Silver, Alumnico, Gold-Filled and Roman Alloy Spectacles, 
the unit figure of list number indicates : — 

0. Flat eye wire, flat temple. 5. Round eye wire, riding temple, grooved lenses. 
1. Oval eye wire, flat temple. 6. Oval eye wire, riding temple. 

2. Oval eye wire, round temple. 7. Oval eye wire, half riding temple. 

3. Oval eye wire, half-round temple. 8. Short end piece. 

4. Beveled eye wire, flat temple. 

2. IN GOLD GOODS «4” means heavy, and adds 1 dwt. per pair in 14-K; ‘‘4” adds 4 dwt. 
per pair in 14-K; ‘*}” indicates heavy Bridge with extra weight. 

3. ALL STRAIGHT TEMPLE GOLD SPECTACLES are made with Oval Wire C. Bridges, and 

Riding with Broad C. Bridges, unless otherwise ordered. 

4. BROAD BRIDGES can be used on all Gold goods. We do not recommend them on light 
Straight Temple goods. 

5. ALL STRAIGHT TEMPLE GOLD SPECTACLES heavier than No. 710, and Riding heavier 
than No. 716, can be made with ‘‘Showy” Bridges (extra wide at crest), without extra 
charge. If desired, the same goods can be made with Showy Oval Wire Bridges (the 
same width the entire length). 

6. THE BETTER QUALITIES of Eyeglasses made with corrugated straps to hold cork 
when desired. 

7. ELECTROTYPES OF OUR GOODS, for illustrating catalogues or advertising, furnished 
when required, at small expense. 

8. MANY GOODS are damaged by using defective screw-drivers. In removing screws from 
any goods use screw-drivers that are properly pointed to fit the slot. We furnish 
screw-drivers in three sizes (see cut, page 88). 

9, WE ARE EQUIPPED with the latest improved Box-Making Machinery, and are prepared 
to furnish boxes to the trade. Special sizes and styles made to order. 

10. WE RECOMMEND the ‘Marsh Opticians’ Record Book” for prescription work, and 
furnish the same to the trade. 

» 

11. WE ADVISE THAT EYEGLASSES be made without catch and catchpin. The closing 
of Eyeglasses causes more damage to Lenses and strain to Springs than when in use. 
Goods made without catch when so ordered. 

12. WE RECOMMEND that Rimless goods be made with dull edge Lenses. 

13. WE INVITE CORRESPONDENCE from any parties wishing to get out any special article 


or line of goods. 


(See page 5.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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: STANDARD EYE SIZES. 


47 X39 M-M 


45 X 37 M-M 


40 X 32 M-M 


38 X 38 M-M 


Any size or shape of Eye made to order. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


AMERICAN OPTICAL COMPANY 


BRIDGES. 


C. (Common.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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BRIDGES. 


SS. (Saddle.) SS. (Snake.) C.C. 


Steel $.S. Cork Bridge. 


Gold S.S. Cork Bridge. 


3 9 
M.M. 
HEIGHT OF NOSE 


ge 
a 4 


63 © 
7 60 
8 PupiLLARY DISTANCE 


To measure the pupillary distance of any size of Eye Spectacles, place the left 
end of the Eye where it joins the end piece over the lines at the left-hand end of the cut. 
The figures at the right-hand end of the Nose Piece will give the pupillary distance. 

To measure the height of the Nose Piece, place the center of the end pieces on 
the line, and the figures on the horizontal lines will give the height. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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DIMENSIONS IN INCHES AND MILLIMETERS. 
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The above system is for convenience in ordering Frames with Saddle (S.S8.) Bridges, and 
enters more into the detail of the matter than the system used on page 9; but either system 
may be used in ordering. By way of explanation it will be seen that an L Frame will be 2¢ 
P.D., with a Saddle Bridge the top of which is on line with center line of Lenses, or O high. 
L! would be 24 P.D., with a Saddle Bridge } inch high above center line of Lenses; and so on 
through each letter. All the L’s are 2} inch P.D., the M’s are 24, the N’s are 2%, the O’s are 
24 and the P’s are 23 P.D. Where no numeral is added to letter (L), the Bridges will always 
be O high; where the numeral 1 is added (L!), the Bridge is $ inch high; where 3 is added (N), 
it is $# inch high; and where 4 is added (O*), it is 4 inch high. The dimensions at. the top and 
left hand of the diagram are given in inches, those at the bottom and right hand in millimeters, 
for the convenience of those who use the Metric System. All the above measurements are 
based on Frames with a No. 1 size Eye, but can be used on Nos. 2 and O Eye. Where all the 
different dimensions are not carried in stock, they can be made by bending the Bridge. For 
example: an N! is 2% P.D. and } inch high; and by bending the Bridge } inch shorter (which 
will make it } inch higher) it will be made into an M?, which is 24 P.D. and 4 inch high; and 
by bending the Bridge on N! to make it } inch longer (which will make it $ inch lower), it will 
be made into an O, which is 24 P.D. and O high; and in like manner an N? can be made into 
an O!, going diagonally from right to left down, with the exception of the L’s, which, owing 
to the shortness of the P.D. and form of Bridge, cannot well be changed. 

When using the above system do not give measurements, but simply the /etter or letter and 
exponent indicating the desired dimension. If sizes are required not covered by the systems 
on pages 9 and 10, then give the dimensious wanted. (See page 5, note 5, for the assortment 
used when no dimensions are stated in the order.) 


(Read pages 5 to 12 when ordering.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


9 
Yeas 
oe ae 

f 

4 

we 

. 

4 

é 

-_ 


STEEL 


(SEE “PAGES. 5-702 123) 


y use and wear. Goods made as above when desired. 


: FOR THE AMERICAN OPTICAL COMPANY'S GOODS AND BE SURE THAT YOU GET THEM. 


12 AMERICAN OPTICAL COMPANY 


BEFORE ORDERING. READ “PAGES™ 5: Os 12: 


When ordering 
Give Catalogue number. 
Give color, if other than Blue. 
Give style of Bridge, if other than C. 
Give size of Eye. 
Give kind and quality of Lenses. 


When Steel Goods are desired Bronzed or Nickel Plated do not fail to so state. 

We make an adjustable angular Temple. This device enables the wearer to 
change his Spectacles from Straight to Angular, while on the face. (See cut, 
page 15.) 

Any style of Spectacles made angular when so ordered. Special lines and 


styles of goods made to suit customers. 


NOTE. 


Any of our Steel Spectacles, Blue, Bronze or Nickel, can be furnished with 
solid Gold, Silver, Gold-Filled, Alumnico, German Silver or Roman Alloy Bridges ; 
also with Bridges lined with cork or shell. 

We would call special attention to our Patent Open Post and Double Post Eye- 
glasses (see pages 28, 53 and 65). These have been in use long enough to test their 
practicability. If the opticians will use care in inserting Lenses in these Frames, 
they will prove entirely satisfactory. Always use narrow nose pliers to hold parts of 


Posts together while inserting the screw. We can furnish pliers if desired. 


NOTE. 


When small samples are enclosed with an order, they should be attached to the 
order and thus preclude possible loss. If sent by merchandise mail, the customer’s 
card or name should appear on the sample or the wrapper. 


Do not mix orders with other business matters; give orders on separate sheets. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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SRE bem oe LACE ES: 


No. 30. Fair Quality, Oval Wire Bridge. 

No. 50. Good Quality, Oval Wire Bridge. 

No. 57. Same as 50, except Half Riding Temple. 
No. 60. Good Finish, Oval Wire Bridge. 

No. 63. Same as 60, except Half Round Temple. 
No. 67. Same as 60, except Half Riding Temple. 


No. 70. Good Finish, Beveled End Piece, Broad Bridge. 
No. 71. Same as 70, except Turnpin Temple. 
No. 73. Same as 70, except Half Round Temple. 


No. 80. Good Quality and Finish, Broad Bridge. 
No. 88. Same as 80, except Half Round ‘Temple. 


No. 102. Ball Joint, Riveted Round Temple, Broad Bridge. 
No. 103. Same as 102, except Half Round Temple. 

No. 122. Fine Finish, Ball Joint, Riveted Round Temple, Broad Bridge. 
No. 123. Same as 122, except Half Round Temple. 


No. 113. Ball Joint, Solid Half Round Temple, Broad Bridge. 
No. 133. Fine Finish, Ball Joint, Solid Half Round Temple, Broad Bridge. 


(See pages 5 and 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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S LEER SS ERGPAGLES: 


: Sees 4 —— = 
No. 143. Extra Fine, Light Ball Joint, Solid Half Round Temple, Broad Bridge. 


No. 150. Good Quality and Finish, Broad Bridge. 
No. 152. Same as 150, except Round Temple. 

No. 158. Same as 150, except Half Round Temple. 
No. 151. Same as 150, except Turnpin Temple. 
No. 160. Fine Finish, Broad Bridge. 

No. 163. Same as 160, except Half Round Temple. 
No. 167. Same as 160, except Half Riding Temple. 


No. 170. Fine Finish, Broad Bridge. 
No. 173. Same as 170, except Half Round Temple. 


No. 183. Fine Finish, Flat Top Bridge, Half Round Temple. 
No. 182. Same as 183, except Round Temple. 
No. 188. Same as 183, except Short End Piece, Solid Temple, Broad Bridge. 


No. 193. Extra Fine Finish, Extra Light, Broad Bridge, Half Round Temple. 
No. 192. Same as 198, except Round Temple. 


Nos. 193 and 192 furnished with S. or S.S. Bridges without extra charge. 


(See pages 5 and 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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SL eis ec LAGLES: 


No. 240. Extra Fine Finish, Good Weight, either Broad or Showy Bridge. 
No. 243. Same as 240, except Half Round Temple. 
No. 248. Same as 2435, except Short End Piece and Solid Temple. 

The above furnished with S. or S.S. Bridges at the same prices. 


No. 273. Same quality as 123, Short End Piece, Solid Temple, Broad Bridge. 
No. 272. Same as 273, except Round Temple. 


No. 277. Sameas 272, except Half Riding Temple. (See cut of 157.) 


No. 272 ‘*Liebold.” Same as 272, except with ‘‘ Liebold” Bridge and Angular. 
Made in any quality Frame and in any Metal. 


No. 153. ‘*C.” Half Eye. Made in any quality Frame. 


= SS = 


No. 151. Same quality as 150, Turnpin Temple, X Bridge. Any finish. 
Adjustable Angular Temples made on any goods desired. 


(See pages 5 and 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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STEED wWSPEGIAGEES: 


ys mI 
a = 
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No. 20. Split Bifocal Lenses, Cheap Tempered Frame. 


No. 70. Split Bifocal Lenses. No. 50. Split Bifocal Lenses. 
No. 80. Split Bifocal Lenses. No. 150. Split Bifocal Lenses. 


No. 150. Perfection Bifocal Lenses. Furnished in any quality Frame. 
No. 150. Cemented Bifocal Lenses. Furnished in any quality Frame. 


Children’s Spectacle. Made in any quality. — 
(See pages 5 and 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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No. 200. Horseshoe-shaped Double Eye. No. 306. Same as 200, except Riding Temple. 
Made in three sizes, Small, Medium and Large. This cut is Medium. 


SSS. 


ff No. 157. Same as 150, except Half Riding Temple. 
Any quality Steel Spectacles made with this style Temple. 


No. 159. Spectacle with Folding Riding 
Temple, made in three lengths, 
* 33, 4, 44 inches. 
Same quality as 150, Round Turnpin 
Temple, with Stop on Temple. 


(See pages 5 and 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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SIEBER TN Gs: 


All Riding Temple Frames are made with C. Bridges unless ordered otherwise. 


Medium quality, Oval Wire 
Bridge. 

Good quality, Broad Bridge. 

Good quality and finish, Broad 
Bridge. ; 


/ Nos. 346, 847, 345, 346 ‘‘ Extra”, 365, \ 
366, Fine quality and finish. | 
Made with C.,S. or 8.S. Bridge without | 

extra charge. 


No. 376. Fine Ball Joint, Solid Butt 
Temple. 
No. 375. Same as 376, except for 
Grooved Lenses. 
The above made with C., S., 8.S., X. 
or K. Bridges. 


(See pages 5 to 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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STEEL RIDING. 


No. 338. Same quality as 336. 
Short End Piece and Solid Temple. 
No. 348. Same quality as 346. 
Short End Piece and Solid Temple. 
No. 378. Same quality as 376. 
Short End Piece and Solid Temple. 


QUATTRO MC NM aRs pecan 


7 — = sqrt Ue ETE 
uaa == = 


No. 346 ‘*Cable.” Same as 346, except 
with Cable Temple. 
No. 348 ‘*Cable.” Same as above, except 


: 4 
\ Short End Piece, Solid Temple. 7, 
% Ss 


H 

i No. 346 ‘ Twisted.” Same as 346, except 
with Twisted Temple. 

\ No. 348 ‘* Twisted.” Same as above, ex- 


cept Short End Piece, Solid Temple. 


ron 


(See pages 5 to 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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20 AMERICAN OPTICAL GOMPANY 
STEEL RIDING. 


No. 346 “Spiral.” Same as 346, except 


with Spiral Temple. 
Same as above ex- 


No. 348 ‘+ Spiral.” 
cept Short End Piece, Solid Temple. 


\ 
n\\\ 
Wi 


ennai emer 
Same as 346, except with Spiral Tip Temple. 
pt with Spiral Tip Temple. 


i 


346 ‘‘ Spiral Tip.” 


No. 348 ‘* Spiral Tip.” 


Same as 348, exce 


Children’s Riding. Made in any quality. 


(See pages 5 to 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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me a PEE COQUIELE (RIDING. 


No. 336 ‘*Jumbo.” Same as 336, 
except ‘* Jumbo” size Eye. 


(Any style Frame.) 


No. 826 ** Coquille.” Same as 326, ex- \ 
cept 00 Eye size for Coquille. 
(Any style Frame.) 


Norr.—Coquille goods made with any size 
Eye. 


~ aA 


(See pages 5 to 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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AMERICAN OPTICAL COMPANY 


STEEL RIDING AND GRAB FRONTS. 


y, 


=— a 
No. 316°‘ Miller.” Same quality as 316, for Millers and Stone Cutters. 


\ A 


No. 480 ‘*Riding.” 480 Eyeglass with Riding Temple. 


ees — = = 
yf 


A 


No. 349. Light Weight Grab Front, with andle and Hooks. 


No. 349 ‘*Half Eye.” Light Weight Grab Front, with Handle and Hooks. 
Grab Fronts can be made in all Metals. 


(See pages 5 to 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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AMERICAN OPTICAL COMPANY 23 
2 LEE LSE EGUASSES: 


Handle or Catch Sides, any size, with or without Guards, furnished when desired. 


No. 420. Common Finish. 


No. 480. Good Finish. 


No. 440. Burbank Patent Guards. » 
No. 443. Same as 440, except Offset. at 


No. 450. Long Adjustable Spring Guard. > 
No. 453. Same as 450, except Offset. LAS 


(See page 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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STEEL EYEGLASSES. 


No. 460. Adjustable Spring Guard. 
No. 463. Same as 460, except Offset. 


No. 470. Good quality, Rocking Guard attached at each end. 
No. 475. Same as 470, except Offset. 


No. 480. 
No. 488. 


Fine finish, Adjustable Spring Guard. 
Same as 480, except Offset. 


No. 490. Good quality, Patent Interchangeable Guard. 
No. 495. Same as 490, except for Grooved Lenses. 


(See page 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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AMERICAN OPTICAL COMPANY 25 
SIE EEE EYERCASSES. 


No. 490 ‘*Coquille.” Same as 490, except set 
with Coquille Lenses. (Any style Frame.) 


No. 491. Same as 490, except with Long Offset Guard. 


No. 498. Same quality as 490, Offset Guard. 
No. 492. Same as 493, except Adjustable Offset. 


No. 500. Good quality, Adjustable Guard. 


No. 503. Same as 500, except Offset. 
(See page 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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S TERR REY EGEASSis. 


No. 512. Fine, Adjustable Offset. 


No. 513. Fine, Adjustable Guard, Offset. 
No. 522. Fine, Adjustable Guard, Offset. 


No. 520. Fine, Patent Interchangeable Guard. 
No. 525. Same as 520, except for Grooved Lenses. 


No. 520-B. Half Eye. (See cut, page 44.) 


No. 521. Same as 520, except with Long Offset Guard. 
(See page 12.) 


Please do not cut or mutilate this Catalogue, ‘but order by the number of any wholesale house. 
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ALD) SY Sirs SY 6 aA] Byte) sree 


No. 523. Same quality as 520, with Offset Guard. 4 
No. 523-B. Half Eye, Offset Guard. (See Half Eye cut, page 44.) 


No. 530. Fine Reduced Spring, Patent Interchangeable 
Guard, Ball Handle. 


Handle. 
No. 545. Same as 540, except for Grooved Lenses. 
Nos. 540 and 545 are always made with Zylonite Guards unless ordered with Cork. 


No. 527. Fine, Adjustable Guard (see cut of Guard and Hanger), Light Ring Handle. 
(See page 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


28 AMERICAN OPTICAL -GOMPANA 
"STEEL OPEN POST AND BAR SPRING EYEGLASSES. 


No. 480-0.P. Same as 480, except opens at Post. No. 480-D.P. Same as 480, except opens at Post. 
No. 483-0.P. Same as 483, except opens at Post. No. 483-D.P. Same as 483, except opens at Post. 


(For description of ‘‘O.P.” and ‘‘D.P.” see page 12.) 


No. 52 
No. 52 
(For Description of ‘‘O.P.” and ‘‘D.P.” see page 12.) 


No. 480-A. Bar Spring, Aajasinnle eee Guard. No. 483-A. Same as 480-A, except Offset. 


No. 523-A. Bar Spring, Offset Guard. 
(See page 12.) 


Please do not cut or mutilate this Catalogue, but order by the number ot any wholesale house. 


0-O.P. Same as 520, except opens at Post. No. 520-D.P. Same as 520, except opens at Post. 
8-O.P. Same as 523, except opens at Post. No. 523-D.P. Same as 523, except opens at Post. 
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StEEEOGAK soPRING EYEGEASSES: 


No. 480-D. Patent Bar Spring, Adjustable Spring Guard. 
No. 483-D. Same as 480-D, except Offset. 
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No. 520-D. Patent Bar Spring, Patent Interchangeable Guard. 


Same as 520-D, except with 523 Guard. 


No. 523-D. 


No. 532. 
No. 542. Same as 532, except with 523 Guard. 


No. 533. Rigid Bar Spring, Offset Rocking Guard. 
No. 543. Same as 533, except with 523 Guard. 


(See page 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


30 AMERICAN OPTICAL COMPANY 


STEEL. BAR “SPRING: EYEGLASSES. 


No. 480-E. Patent Bar Spring, Adjustable Spring Guard. 
No. 483-E. Same as 480-E, except Offset. 


No. 520-E. Patent Bar Spring, Patent Interchangeable Guard. 


No. 480-F.. Farley Patent Bar Spring, Adjustable Spring Guard. 
No. 483-F. Same as 480-F, except Offset. 


No. 523-F. Farley Patent Bar Spring, Offset Guard. 
No. 520-F. Same as above, except with 520 Guard. 


(See page 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


RIMLESS 


SPECTACLES AND EYEGLASSES. 


We especially recommend Frameless Eyeglasses to be made without catch. 

When ordering Eyeglasses without Handles, give Catalogue number and say 
PeaNo-H.”’ 

Frameless goods with a special size of Eye made to order at an extra charge. 

When desired, Rimless goods are made with extra finish, Rounded Straps 
and Studs, at an extra charge. When ordering such goods, add ‘‘R.” to the 
Catalogue number. 


Goods with countersunk Stud Screws furnished when desired at an extra charge. 


ASK FOR THE AMERICAN OPTICAL COMPANY'S GOODS AND BE SURE THAT YOU GET THEM. 
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AMERICAN OPTICAL COMPANY 


RIMEESS eS baer ACE: 


All Steel Rimless Spectacles made Bronze, unless otherwise ordered. 
Special size of Lenses, extra charge. 
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No. 383. Short End Piece, Solid Half Round Temple, Second Quality Lenses. 
No. 393. Same style as 383, First Quality Lenses. 


No. 388. Short End Piece, Solid Temple, Second Quality Lenses. 
No. 898. Same style as 388, First Quality Lenses. 

No. 398 ‘* Alum.” Same as 398, except Alumnico Mountings. 
No. 398 ‘*R.A.” Same as 398, except Roman Alloy Mountings. 


The above styles can be furnished with Cable or with Spiral, etc., Temples, same 
as 346. 


: / 
No. 396. Same style End Piece and Temple as 346, First Quality Lenses. 


(See pages 5 to 12 and 31.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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RIMLESS EYEGLASSES. 


No. 570. Fair Quality. 


No. 590. First Quality Lenses. 
No. 590-R. Rounded Straps and Studs; Extra Finish. 


No. 580. Without Handle, with Hole for Cord. 
No. 590. Same as above, except First Quality. 


(See pages 12 and 31.) 


Please do not cut or mutilate this Cata/ogue, but order by the number of any wholesale house, 4 
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RIMPESS ey EGEAS SES 
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No. 591. First quality Lenses, Long Offset Guard. 
No. 581. Second Quality Lenses, 580 Handle. 


No. 593. Offset Guard, First Quality Lenses. ? 
No. 593-R. Rounded Strap and Stud, Extra Finish. | 


| 
| 
| 


No. 583. Ring Handle, Second Quality Lenses. 
No. 598. Ring Handle, First Quality Lenses. 
Norr.— Ring Handle furnished on any Eyeglass when so ordered. 


(See pages 12 and 31.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


AMERICAN OPTICAL COMPANY 


RIMLESS EYEGLASSES. 


\ 


No. 588. No Handle, Second Quality Lenses. 
No. 593. No Handle, First Quality Lenses. 


No. 594. No Handle, Short Stud, First Quality Lenses. 
No. 584. Same as 594, except Second Quality Lenses. 


No. 560. Adjustable Spring Guard, Second Quality Lenses. 
No. 563. Same as 560, except Offset Guard, Second Quality Lenses. 


No. 560. Adjustable Spring Guard, First Quality Lenses. 
No. 563. Same as 560, Offset Guard, First Quality Lenses. 


(See pages 12 and 31.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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RIMEESS eBARS SPRING SEY EGRASSEo: 


No. 560-A. Bar Spring, First Quality Lenses. 
No. 563-A. Same as 560-A, except Offset. 


No. 590-A. Bar Spring, First Quality Lenses. 


No. 593-D. Patent Bar Spring, First Quality Lenses. 
No. 590-D. Same as 593-D, except with 590 Guard. 


No. 593-E. Patent Bar Spring, First Quality Lenses. 
No. 590-E. Same as 593-E, with 590 Guard. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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AMERICAN OPTICAL COMPANY 
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BWILESS er EGLASSES: 


No. 593-F. Farley Patent Bar Spring, First Quality Lenses. 
No. 590-F. Same as above, except with 590 Guard. 


No. 580 **Coquille.”” Second Quality Lenses. 
No. 590 ‘* Coquille.” First Quality Lenses. (Handle like Cut 590.) 


No. 599. Extra Quality and Finish, Rounded Straps, Countersunk Stud Screws, 
First Quality Lenses. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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SILVER AND GERMAN SILVER 
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bee (GERMAN SILVER GOODS NICKEL PLATED TO ORDER.) 
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ASK FOR THE AMERICAN OPTICAL COMPANY'S GOODS AND BE SURE THAT YOU GET THEM. 
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SIDVERSSPEGIAGEES: 


No. 600. Light, Flat Eye Wire, Flat Temple. No. 620. Heavy, Flat Eye Wire, Flat Temple. 
No. 610. Medium, Flat Eye Wire, Flat Temple. 


No. 601. Light, Oval Eye Wire, Flat Temple. No. 602. Light, Oval Eye Wire, Round Temple. 
No. 611. Medium, Oval Eye Wire, Flat Temple. No. 608. Light, Oval Eye Wire, Half Round Temple. 
No. 613. Medium, Oval Eye Wire, Half Round Temple. No. 612. Medium, Oval Eye Wire, Round Temple. 


No. 621. Heavy, Oval Eye Wire, Flat Temple. No. 623. Heavy, Oval Eye Wire, Half Round Temple. 


No. 606. Oval Eye Wire, Riding Temple. No. 608. Same as 606, except Short End Piece, Solid Temple. 
No. 616. Same at 606, except Heavy. No. 618. Same as 608, except Heavy. 
No. 698. Frameless Riding. (See Cut 798, page 58.) 


Norre.—Also made with ‘‘ Cable” or ‘‘ Twisted ” Temples. 


: Light, Oval Eye Wire, Half Riding Temple. 
No. 617. Medium, Oval Eye Wire, Half Riding Temple. 
No. 627. Heavy, Oval Eye Wire, Half Riding Temple. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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SILVERSobee rACLES. 


No. 630. Medium, Flat Eye Wire, Loop Slide Temple. No. 6304. Heavy, Flat Eye Wire, Loop Slide Temple. 
No.'631. Medium, Oval Eye Wire, Loop Slide Temple. No. 6814. Heavy, Oval Eye Wire, Loop Slide Temple. 


No. 640. Medium, Flat Eye Wire, Band Slide Temple. No. 6404. Heavy, Flat Eye Wire, Band Slide Temple. 
No. 641. Medium, Oval Eye Wire, Band Slide Temple. No. 6414. Heavy, Oval Eye Wire, Band Slide Temple. 


SILVER EYEGLASSES. 


No. 661. Patent Interchangeable Guard. No. 663. Same as 661, except Offset. 
No. 690. Frameless. (See Cut 890, page 69.) No. 693. Frameless. (See Cut 893, page 69.) 


No. 681. Adjustable Spring Guard. No. 683. Same as 681, except Offset. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


42 AMERICAN OPTICAL COMPANY 


GERMAN SILVER SPECTACLES. 


No. 1010. Flat Eye Wire, Flat Temple. 
No. 1014. Beveled Eye Wire, Flat Temple. 


(nan 
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No. 1011. Oval Eye Wire, Flat Temple. 
No. 1013. Oval Eye Wire, Half Round Temple. 


No. 1002. Oval Eye Wire, Round Temple, Light Weight. 
No. 1008. Oval Eye Wire, Half Round Temple, Light Weight. 


No. 1041 ‘* Bessemer.” Heavy, Oval Eye Wire, Band Slide Temple. 


Norr.— Same Style as above Furnished in Silver. 


’ 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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GERMAN SILVER SPECTACLES. 


Nore.— Nos. 1006 and 1008 can be furnished with Cable, Spiral, etc., Temples, same as No, 346. 


No. 1006. Oval Eye Wire. 
No. 1008. Short End Piece, Solid Temple. 


No. 1007. Oval Eye Wire, Half Riding Temple. 
No. 1017. Same as 1007, except Medium Weight. 


No. 1031. Oval Eye Wire, Loop Slide Temple. 
No. 1030. Flat Eye Wire, Loop Slide Temple. 


No. 1041. Oval Eye Wire, Band Slide Temple. 
No. 1040. Flat Eye Wire, Band Slide Temple. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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AMERICAN OPTICAL COMPANY 


GERMAN SILVER EYEGLASSES. 


No. 1061. Patent Interchangeable Guard. 
No. 1063. Same as 1061, except Offset. 


No. 1081. Adjustable Spring Guard. 
No. 1083. Same as 1081, except Offset. 


No. 1061-B. Eye. 
No. 1063-B. Eye. Same as the above except Offset. 
Also made in Steel, No. 520 ‘*B. Eye” and 523 ‘*B. Eye.” 
In Gold 801 ‘*B. Eye” and 803 ‘*B. Eye.” 
Also made in any Metal. In ordering give Catalogue number desired and add 
“¢ B. Eye.” 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


ROMAN ALLOY AND ALUMNICO 


SPEGTACLES AND EYEGLASSES. 


‘ Norr.—Our Roman Alloy goods are made from a Solid Metal which does not 


readily tarnish. This Metal closely resembles 10k. Gold. 
Roman Alloy goods can be Electro Gold Plated, if desired. 


Our Alumnico goods are made from a high quality of White Metal nearly as 
elastic as Steel, that will not tarnish with ordinary usage. We would recommend 
them where Steel goods are liable to rust, as in a Salt or Damp Atmosphere. 


The above goods made with any style of Nose Piece without extra charge. 


ASK FOR THE AMERICAN OPTICAL COMPANY'S GOODS AND BE SURE THAT YOU GET THEM. 
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ROMAN ALLOY SPECTACLES. 


No. 1101. Oval Eye Wire, Flat Temple, Light Weight. 

No. 1102. Oval Eye Wire, Round Temple, Light Weight. 

No. 1103. Oval Eye Wire, Half Round Temple, Light Weight. 
No. 1111. Oval Eye Wire, Flat Temple, Medium Weight. 

No. 1118. Oval Eye Wire, Half Round Temple, Medium Weight. 
No. 1117. Oval Eye Wire, Half Riding Temple, Medium Weight. 


No. 1110. Flat Eye Wire, Flat Temple, Medium Weight. 
No. 1120. Flat Eye Wire, Flat Temple, Heavy Weight. 


No. 1106. Oval Eye Wire. 
No. 1107. Same as 1106, except Half Riding Temple. 
No. 1108. Oval Eye Wire, Short End Piece, Solid Temple. 


Nore.— Nos. 1102 and 1103 can be made Short End Piece, Solid Temple, if so ordered. 
Nos. 1106 and 1108 can be furnished with Cable, Spiral, etc., Temples, same as No. 346. Any 
of these goods can be Electro Gold Plated when desired. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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ROMAN ALLOY EYEGLASSES AND RIMLESS GOODS. 


No. 1161. Patent Interchangeable Guard. 
No. 1168. Same as 1161, except Offset. 


. ™ 
No. 1181. Adjustable Spring Guard. ( ” 
No. 1183. Same as 1181, except Offset. WS 


No. 1190. Rimless Eyeglass, all Kinds and Qualities of Lenses. 
No. 1193. Offset Guard. (See Cut 593, page 34.) 


No. 1198. Rimless Riding, all Kinds and 
Qualities of Lenses. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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ALUMNIGOZSEECIAGEES: 


No. 1301. Oval Eye Wire, Flat Temple, Light Weight. 
No. 1302. Oval Eye Wire, Round Temple, Light Weight. 
No. 1308. Oval Eye Wire, Half Round Temple, Light Weight. 


No. 1302 ‘* Short E.P.”” Same as 1302, except Short End Piece. 
No. 1303 ‘* Short E.P.” Same as 1303, except Short End Piece. 


No. 1311. Oval Eye Wire, Flat Temple, Medium Weight. 
No. 1313. Oval Eye Wire, Half Round Temple, Medium Weight. 
No. 1317. Oval Eye Wire, Half Riding Temple, Medium Weight. 


No. 1310. Flat Eye Wire, Flat Temple, Medium Weight. 
No. 1320. Flat Eye Wire, Flat Temple, Heavy Weight. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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ALUMNICO SPECTACLES AND EYEGLASSES. 


No. 1306. Oval Eye Wire, extra Light Weight. 

No. 1316. Oval Eye Wire, Medium Weight. 

No. 1308. Same as 1306, except Short End Piece, Solid Temple. 
No. 1318. Same as 1316, except Short End Piece, Solid Temple. 


< 


No. 1561..° Patent Interchangeable Guard. 
No. 1363. Same as 1361, except Offset. (See Cut 493 for Guard.) 


No. 1381. Adjustable Spring Guard. No. 1383. Same as 1381, except Offset. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


50 


AMERICAN OPTICAL COMPANY 


ALUMNICO -RIMLESS: -BYEGULASSESVAND SPEGUAGIES: 
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No. 1393. 


Rimless, Offset Guard. 
No. 1390. 


Rimless. (See Cut 590, page 33.) 


No. 534. 


Spectaclette. 


Made in Gold, Steel and other Metals. 


State Metal desired when ordering. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


TEN-KARAT GOLD FILLED 


mPEBOTAGCLES: AND EYEGLASSES. 


Norre.— Our Gold Filled Goods are made from Seamless Gold Filled Wire 


The Joints are struck up from Sheet Metal, one-half the thickness of which is 10k 
Gold. 


We also supply Gold Filled Goods with a Solid Gold End Piece at an extra 


charge; also with a Composition Electroplated End Piece at a lower price than the 


regular. 


Gold Filled Spectacles can be made with any Style of Nose Piece without extra 
charge. | 


ASK FOR THE AMERICAN OPTICAL COMPANY'S GOODS AND BE SURE THAT YOU GET THEM. 
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GOLD FILLED SPECTACLES. 


No. 1223. Oval Eye Wire, Half Round Temple, Short End Piece. Style recommended. 
No. 1222. Oval Eye Wire, Round Temple, Short End Piece. 

No. 1221. Oval Eye Wire, Flat Temple, Short End Piece. 

No. 1231. Oval Eye Wire, Flat Temple, Short End Piece, Heavy. 

No. 1220. Flat Eye Wire, Flat Temple, Short End Piece. 

No. 1230. Flat Eye Wire, Flat Temple, Short End Piece, Heavy. 

No. 1213. Same as 1223, except Extra Light. 

Norr.— Any of the above furnished with Regular End Piece and Temple if desired. 


No. 1218. Oval Eye Wire, Short End Piece, Solid Temple. 
No. 121845. Same as in 1218, except Heavy. 

No. 1217. Same as 1218, except Half Riding Temple. 

No. 1227. Same as 1221, except Half Riding Temple. 


No. 1228 ‘* Cable.” Same as 12184, except 
with Cable Twist Temple. 


WANE 347 
77 7 


Norr.— When any of the above goods are desired with Composition End Pieces, electroplated, 
add ‘*P.E.” to the Catalogue Number. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


AMERICAN OPTICAL COMPANY 


GOED. FILLED“ EYEGLASSES. 


No. 1263. Offset Guard. No. 1261. Same as 1263, except Guard as below. 


PATENT. 


No. 1261 ‘*O.P.” Oval Eye Wire, opens at Post. 
No. 1263 **O.P.” Same as 1261 ‘¢O.P.,” except Offset. 


No. 1281. Adjustable Spring Guard. No. 1283. Same as 1281, except Offset. 


No. 1281 **O.P.” Adjustable Spring Guard, opens at Post. 
No. 1283 «*O.P.” Same as 1281 ‘*O.P.,” except Offset. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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GOLD FIELED. RIMLESS SPEGTACLESSANDSEYEGUASS eas 


No. 1295. Rimless, Offset Guard. 
No. 1290. Rimless, with 590 Guard. (See page 33.) 


# 


No. 1298. Rimless, Riding. Any Style of Bridge. 
Other Styles made to Order. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


GOLD AND PLATINUM 


Mane ENGLES ANDs EYEGLASSES. 


WE GUARANTEE THE QUALITY OF OUR STOCK. 


In ordering Gold Goods, 
Give Catalogue number, 
Give Karat, 
Give Style of Bridge if other than C, 
Give Size of Eye, 


Give Kind of Lenses desired. 


In ordering Platinum Goods, 
Give the same Catalogue number as for Gold, and instead 


of giving Karat say ‘‘ Platinum.” 


Eyeglasses with Countersunk Stud Screws furnished, when desired, at an extra 
charge. 

Goods can be made any special Weights or Styles desired. 

We advise that all Eyeglasses be made without Catches and Catch Pins. The 
closing of Eyeglasses causes more damage to Lenses and strain to Springs than 


ordinary use and wear. 


SEE PAGES 5 AND 6. 


ASK FOR THE AMERICAN OPTICAL COMPANY'S GOODS AND BE SURE THAT YOU GET THEM. 


No. 700. Light, Braced, Flat Eye Wire, Flat Temple. 
No. 710. Medium, Braced, Flat Eye Wire, Flat Temple. 
No. 7104. Same as 710, except Heavier. 

No. 720. Ordinary, Braced, Flat Eye Wire, Flat Temple. 
No. 7204. Same as 720, except Heavier. 

No. 730. Heavy, Flat Eye Wire, Flat Temple. 

No. 740. Same as 730, except Extra Heavy. 


No. 701. Light, Braced, Oval Eye Wire, Flat Temple. 
No. 711. Medium, Braced, Oval Eye Wire, Flat Temple. 
No. 7114. Same as 711, except Heavier. 

No. 721. Ordinary, Braced, Oval Eye Wire, Flat Temple. 
No. 7214. Same as 721, except Heavier. 

No. 731. Heavy, Oval Eye Wire, Flat Temple. 

No. 741. Same as 731, except Extra Heavy. 


No. 724. Ordinary, Braced, Beveled Eye Wire, Flat Temple. 
No. 734. Same as 724, except Heavier. 


(See pages 6 and 55.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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GOLD SPECTACLES. 


ee 


No. 702. Light, Braced, Oval Eye Wire, Round Temple. 
No. 712. Medium, Braced, Oval Eye Wire, Round Temple: 
No. 7124. Same as 712, except Heavier. 

No. 722. Ordinary, Braced, Oval Eye Wire, Round Temple. 
No. 7224. Same as 722, except Heavier. 

No. 723. Same as 722, except Half Round Temple. 

No. 732. Heavy, Oval Eye Wire, Round Temple. 

No. 742. Same as 732, except Extra Heavy. 

No. 743. Same as 742, except Half Round Temple. 


No. 722 ‘* Special.”” Oval Eye Wire, Angular Joints, Round Temple, Open Tip. 
No. 7224 ‘*Special.”” Same as above, except Heavier. | 


No. 721 ‘+ Engraved.” Same as 721, except Engraved. Also Faceted. 
No. 731 ‘‘Engraved.” Same as 731, except Engraved. Also Faceted. 


Any good weight of goods can be Engraved or Faceted when desired. 


(See pages 6 and 55.) 
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GOLD SPEGTACEES AND ™RIMUESS RI DING: 


No. 771. Ordinary, Oval Eye Wire, Loop-Slide Flat Temple. No. 7714. Same as 771, except Heavier. 
No. 770. Same as 771, except Flat Eye Wire. ‘ No. 7704. Same as 770, except Heavier. 


No. 781. Ordinary, Oval Eye Wire, Band-Slide Flat Temple. No. 7814. Same as 781, except Heavier: 
No. 780. Same as 781, except Flat Eye Wire. No. 7804. Same as 780, except Heavier. 


No. 796. With 716 End Piece and Temple. 


Rimless Riding. Furnished with Cable, Spiral, etc:, 
Temples, if desired. 


No. 798. Rimless Riding. Furnished with Cable, Spiral, etc., Temples, if desired. 
No. 7984. Rimless Riding. Same as 798, except Extra Weight in the Nose Piece. 
No. 7984. Rimless Riding. Same as 798}, except Extra Weight in the Nose Piece. 
No. 7984. Rimless Riding. Same as 798, except with Heavy Temple. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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GOLD RIMLESS SPECTACLES AND GOLD RIDING. 


Grab Fronts made in Gold. 


No. 706. Light, Braced, Oval Eye Wire, Broad Bridge. 
No. 705. Same as 706, except for Grooved Lenses. 

No. 716. Medium, Braced, Oval Eye Wire, Broad Bridge. 
No. 7164. Same as 716, except Heavy Bridge. 

No. 7164. Same as 716, except Heavier Front. 

No. 7164. Heavy, Braced, Oval Eye Wire, Broad Bridge. 


No. 708. Same as 706, except Short End Piece and Solid Temple. 
No. 718. Same as 716, except Short End Piece and Solid Temple. 
No. 718. Same as 7164, except Short End Piece and Solid Temple. 
No. 7184. Same as 7164, except Short End Piece and Solid Temple. 
No. 7184. Same as 7164, except Short End Piece and Solid Temple. 


Norr.— Square Butt Temples on Gold Riding Goods, when desired. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


AMERICAN OPTICAL COMPANY 
GOLD RIDING. 
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Same Weight Front 


No. 7163 ‘‘ Cable.” 
as 716, with Cable Twist Temple. 
Same as above, ex- 
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No. 726 ‘+ Cable.” 
cept Heavier. 
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Same as 716, except 


No. 716 ‘ Spiral.” 
with Spiral Temple. 


No. 718 “Spiral.” Same as 718, except with 
Spiral Temple. 


(See pages 5, 6 and 55.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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GOLD RIDING. 


No. 716 ‘Spiral Shield.” Same as 716, except Movable Spiral Shield on Temple. 
No. 718 ‘Spiral Shield.” Same as 718, except Movable Spiral Shield on Temple. 


No. 716 ‘+ Spiral Tip.” Same as 716, except with Spiral Tip Temple. 
No. 718 ‘* Spiral Tip.” Same as 718, except with Spiral Tip Temple. 


No. 717. Medium, Braced, Oval Eye Wire, Half Riding Temple. 
No. 727. Ordinary, Braced, Oval Eye Wire, Half Riding Temple. 
No. 737. Heavy, Braced, Oval Eye Wire, Half Riding Temple. 


Grab Fronts made in Gold. (See page 22.) 


(See pages 5, 6 and 55.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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GOLD EYEGLASSES. 


No. 801. Patent Interchangeable Guard. 

No. 8014. Same as 801, except Heavier. 

No. 8014. Same as 801, except Extra Heavy. 

No. 805. Same as 801, except for Grooved Lenses. 
No. 901. Same as 801, except Light Weight. 


No. 802. Adjustable Guard, Offset. 


No. 808. Offset Guard. No. 903. Same as 803, except Lighter. 


No. 813. Offset Guard, Adjustable. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


AMERICAN OPTICAL COMPANY 


GSOCD  EYEGEASSES: 


No. 831. Opens at Stud, Bow Spring. 


No. 841. Burbank Patent Guard. No. 843. Burbank Offset Guard. 
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No. 861. Adjustable Guard. No 863. Same as 861, except Offset. 


No. 862. Long Offset Guard. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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GOLDSEYEGVASSES, 


No. 881. Adjustable Spring Guard. 
No. 883. Same as 881, except Offset. 
No. 885. Same as 881, except for Grooved Lenses. 
No. 8814. Same as 881, except Heavier. No.981. Same as 881, except Lighter. 
No. 8813. Same as 881, except Extra Heavy. No. 983. Same as 981, except Offset. 
Backs for Repairing above Guards furnished when desired. 


No. 911. Prentice Pattern, Solid Zylonite Guard. 


No. 921. Extra Fine, Zylonite Guard. 
No..925. Same as 921, except for Grooved Lenses. 
Nos. 921 and 925 are always made with Zylonite Guard unless ordered 
with Cork. 


Notr.— The No. 921 Handle can be put on any style of Eyeglass at an extra charge. 
Ring Handles will be furnished on any Eyeglasses when so ordered. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


AMERICAN OPTICAL COMPANY 


GORD EYEGLASSES: 


No. 12. Zylonite, with 10k. Spring, Guards and Hangers, 881 Style. 


PATENT. 


No. 801 ‘* O.P.” Same as 801, except opens at Post. 
(For description of ‘‘O.P.” see page 12.) 


alg 


PATENT. 


No. 803 ‘*O.P.” Same as 803, except opens at Post. 
(For description of ‘‘ O.P.” see page 12.) 


nik. 


PATENT. 


No. 881 **O.P.” Same as 881, except opens at Post. 
No. 883 ‘*O.P.” Same as above, except Offset. 


(For description of ‘‘ O.P.” see page 12.) 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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GOLD] BARS SERING; EYEGEASSES: 
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No. 803-A. Bar Spring, with 803 Guard. 


No. 881-A. Bar Spring, Adjustable Spring Guard. 
No. 883-A. Same as 881-A, except Offset. 
No, 863-A, Same as 883-A, except Rigid Guard. 


No, 801-D. Patent Bar Spring, Patent Interchangeable Guard. 


Special styles of Bar Springs made to order. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


AMERICAN OPTICAL COMPANY 


GOLD BAR SPRING EYEGLASSES. 


No. 803-D. Patent Bar Spring, with 803 Guard. 


No. 881-D. Patent Bar Spring, Adjustable Spring Guard, 
No. 883-D. Same as &&81-D, except Offset. 
No. 863-D. Same as 883-D, except Rigid Guard. 


No. 801-E. Patent Bar Spring, Patent Interchangeable Guard. 


No. 808-E. Patent Bar Spring, with 803 Guard. 


Any of our ‘* E” or ‘*F” Bar Spring Goods can be adjusted to the Face with 
One Hand. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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GOLD BAR SPRING EYEGLASSES. 


No. 881-E. Patent Bar Spring, Adjustable Spring Guard. 
No. 883-E. Patent Bar Spring, Offset Guard. 


No. 808-F. Farley Patent Bar Spring, with 803 Guard. 
No. 801-F. Farley Patent Bar Spring, with 801 Guard. 


No. 881-F. Farley Patent Bar Spring, Adjustable Spring Guard. 
No. 883-F. Same as 881-F, except Offset. 
No. 863-F. Same as 883-F, except Rigid Guard. 


No. 832. Rigid Bar Spring (Two Springs), Offset Rocking Guard. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house, 


AMERICAN OPTICAL COMPANY 


GOLD BAR SPRING EYEGLASSES AND RIMLESS 
EYEGLASSES. 


No. 833. Rigid Bar Spring, Offset Rocking Guard. 


ie } 
No. 890. Rimless. 
No. 899. Rimless, Extra Finish, Countersunk Stud Serew, Rounded Straps. 


No. 893. Rimless Offset. 


No. 894. Rimless Offset, Short Stud. 


Nore.— See page 92 for Special Sizes of Ring Handles. 
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GOED GRIMEERSSS EY EGrUAS srs 


No. 890-560. Rimless, Adjustable Spring Guard. 
No. 890-563. Same as above, except Offset. 


No. 890. No Handle, Rimless. 


No. 893. No Handle, Rimless Offset. 


No. 892. Rimless, Rigid Bar Spring (Two Springs), Offset Rocking Guard. 


Please do not cut or mutifate this Catalogue, but order by the number of any wholesale house. 
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GOLD RIMLESS BAR SPRING EYEGLASSES. 


>) 


No. 890-A. Rimless, Bar Spring. 


No. 893-A. Same as 890-A, except with 893 Guard. 


No. 893-D. Rimless, Patent Bar Spring, Offset Guard. 
No. 890-D. Same as above, except with 890 Guard. 


No. 893-E. Rimless, Patent Bar Spring, Offset Guard. 
No. 890-E. Same as above, except 890 Guard. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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GOLD RIMLESS BAR SPRING EYEGLASSES AND QUIZZING GLASS. 


No. 893-F. Rimless, Farley Patent Bar Spring. 
No. 890-F. Same as above, except with 890 Guard. 


Comte 


No. 890-560-A. Rimless, Patent Bar Spring, Adjustable Spring Guard. 
No. 890-563-A. Same as above, except Offset. 


RIMLESS MOUNTINGS. 


The above Cuts represent one Style each of our Rimless Eyeglass and Spectacle Mountings. 
We supply the same in all Styles. (See various Cuts of Rimless Goods herein illustrated, and 
Handles, page 92.) We furnish Mountings in Gold, Silver, Platinum, German Slver, Steel, 
Alumnico, Roman Alloy, Gold Filled and Gold Plated. : 

In ordering Rimless Mountings give the Catalogue number and add ‘ Mountings.” 


Quizzing Glass. Round or Oblong. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 


SRA es ELS 


AND 


MATERIAL FOR THE SAME. 


We wish to call the attention of the Trade to our Large Line of Trial Sets, Trial 
and Testing Frames, Material, ete. We guarantee our Trial Sets to be equal to any, 
and believe them to be more accurate than any on the Market. We keep a Stock of 
Cases on hand, and owing to our excellent facilities we are able to fill orders for Trial 
Sets at short notice. We are also prepared to fill orders for any Special Sets that 


may be ordered, or Material for the same. 


* 


Norr.— Sets of Prisms, square or round, can be furnished in any assortment 
desired. 
All Lenses and Prisms are ground on the metric system. 


Focus powers can be scratched or etched on Lenses when desired. 


ASK FOR THE AMERICAN OPTICAL COMPANY'S GOODS AND BE SURE THAT YOU GET THEM. 
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TERIAL GS rato 


No. 2000. Nachet style set of First Quality Trial Lenses in Rings 14 inches in diameter, con- 
sisting of 30 pairs each Concave and Convex Sphericals, from 0.25 to 20. D. 
(160 to 2 inches) focus; 18 pairs each Concave and Convex Plano Cylinders, 
from 0.25 to 6. D. (160 to 64 inches) focus; 11 Prisms, 1 to 204; 4 Plain 
Colored Glasses; 1 White Glass; 1 White Glass, Half Opaque; 2 Stenoptic 
Discs; 1 Blank Disc; 1 Dise with Hole; 1 Perfection Patent Adjustable Trial 
Frame; 1 Single or Double Cell Trial Frame. 


The above in a Morocco Covered, Velvet Lined Case with Lock, and with focus numbers 
stamped in inches and diopters. 


No. 20004. ’ 


No. 2001. Same as 2000, except with Nickel Plated Steel Rings, with plus and minus signs 
cut out of handles. 


No. 20014. 


No. 2010. Nachet style set of First Quality Trial Lenses in Rings 14 inches in diameter, con- 
sisting of 32 pairs each Concave and Convex Sphericals, from 0.25 to 20. 
D. (160 to 2 inches) focus; 20 pairs each Concave and Convex Plano Cylinders, 
from 0.25 to 6. D. (160 to 6% inches) focus; 10 Prisms, 1 to 10“: 4.) Plain 
Colored Glasses; 1 White Glass; 1 White Glass, Half Opaque; 2 Stenoptic 
Discs; 1 Blank Disc; 1 Disc with Hole; 1 Perfection Patent Adjustable Trial 
Frame; 1 Single or Double Cell Trial Frame. 
The above in a Morocco Covered, Velvet Lined Case with Lock, and with focus numbers 
stamped in inches and diopters. 


No. 20108. 


No. 2011. Same as 2010, except with Nickel Plated Steel Rings, with plus and minus signs 
cut out of handles. 


No. 20114. 


Nots.— The focus numbers in Cases Nos. 2020 to 20224, and 2070 to 20734, are stamped 

in diopters only, unless ordered otherwise. All others have both diopter and inch numbers. 

All the foregoing Cases, with the exception of Nos. 2090, 2091, 2093, 2094 and 2096, can be 

furnished with Beveled Plate Glass Panel in Lid. The same styles can also be furnished in 
Polished Oak Wood Cases. 


~ Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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TRIAL SETS. 


No. 2020. Set of First Quality Trial Lenses in Nachet Rings, 14 inches in Diameter, consisting 
of 35 pairs each Concave and Convex Sphericals, from 0.125 to 20. D. focus; 
21 pairs each Concave and Convex Plano Cylinders, from 0.25 to 6. D. focus; 
4 pairs Prisms, 1 to 4°, and 7 Prisms, 5 to 20°; 7 Plain Colored Glasses ; 
1 White Glass; 1 White Glass, Half Opaque; 2 Stenoptic Discs; 1 Blank Disc; 
2 Dises with Hole; 1 Perfection Patent Adjustable Trial Frame; 1 Single Cell 
Trial Frame. 
The above in a Morocco Covered, Velvet Lined Case with Lock, and focus numbers 
stamped in diopters. 
No. 20204. ; 
No. 2021. Same as 2020, except with Nickel Plated Steel Rings, with plus and minus signs cut 
out of handles. ‘ 

No. 20214. . 

No. 2022. Same as 2020, except with ‘‘ Extra Fine” Solid Gilt and White Rings with focus 
stamped on handles. 


No. 2003. Same as 2001, except with Rings 14 inches diameter. 
No. 20038. 
No. 2013. Same as 2010, except with Rings 14 inches diameter. 
No. 20134. 
No. ee Same as 2021, except with Rings 14 inches diameter. 
No. 20238. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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EREA Lies Eales: 


No. 2070 ‘‘ Junior.” Set of First Quality Trial Lenses in Nachet Rings 14 inches diameter, 
consisting of 25 Spherical Powers each Concave and Convex, from 
.125 to 20. D.; 1 pair each from .125 to 6. D., and 1 each from 7. to 
20. D.; 14 Plano Cylindrical Powers each Concave and Convex, 
from .125 to 4. D.; 1 pair each from .125 to 1.50 D.; and 1 each 1.75 
to 4. D.; 3 pairs of Prisms, from 1 to 34, and 3 Prisms 5 to 154; 
1 Colored Glass (Red) ; 1 Pin Hole Disc; 1 Blank Disc; 1 Stenoptic 
Disc; 1 Drop Eye, Three Cell Patent Adjustable Trial Frame (No. 
2309); 1 Single Cell Trial Frame (No. 2220). 

The above in a Morocco Covered, Velvet lined Case with Lock, and focus numbers 

stamped in diopters. 

No. 20703. Same as 2070, except with Second Quality Lenses. 

No. 2073. Same as 2070, except with Nickel Plated Steel Rings, with plus and minus signs 

cut out of the handles. 


No. 20734. Same’as 2073, except with Second Quality Lenses. 


No. 2090. Set of Trial Lenses in 14 inch Nachet Rings, consisting’ of 24 pairs each Concave 
and Convex Sphericals, 5 to 80 inches, and 1 Single Cell Trial Frame. In Leather 
Covered Case. 

No. 2093. Same as 2090, except with 14 inch Nachet Rings. 

No. 2094. Same as 2090, except without Rings. 

No. 2096. Same as 2093, except without Rings. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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TRIAL FRAMES. f 
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This Adjustable Temple can be used on any of our 
Trial Frames. 
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No. 2206. Measuring Frame. 


Particular attention is called to this Frame. The pupillary distance, height of bridge above 
or below center line, and distance between temples, are all accurately shown. Ground glass 
lenses, with a clear’space in the center crossed by hair lines, are fitted in the eyes. It will be 
readily seen that by this means the pupillary distance and height may be easily found. In 
addition to this the Frame is furnished with Adjustable Riding Temples, which give the necessary 
length of temple required. We would call particular attention to this latter point, as it is an 


entirely new feature. We recommend this Frame for all who make a specialty of doing pre- 
scription work. 


DeCelles’ Patent Adjustable Temple. 


—— 
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No. 2210. Hooks front and back to hold two 14 in. Lenses. No. 2213. 
Also made to hold Oval Lenses of any size. 


Hooks front and back to hold two 14 in. Lenses. 


No. 2220. Single Cell, Round Eye, 14 inch diam. No. 2240. Double Cell, Round Eye, 14 inch diam. 
No. 2223. Single Cell, Round Eye, 14 inch diam. No. 2243. Double Cell, Round Eye, 14 inch diam. 


No. 2230. Same as 2220, with Spring. No. 2250. Same as 2240, with Spring. 
No. 2233. Same as 2223, with Spring. No, 2253. Same as 2243, with Spring. 


Norr.— Nos. 2220 and 2240 made with any size Oval Eye. Give size when ordering. 
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No. 2260. Double Cell, with Spring and Scale, 14 inch diameter. 
No, 2263. Double Cell, with Spring and Scale, 14 inch diameter. 
No. 2268. Same as 2260, with Three Cells. 
No. 2269. Same as 2263, with Three Cells. 


Norr.— Frames Nos. 2220 and 2269 furnished with Wide, Flat Temples, if desired. 


Patent Adjustable, Half Riding Temple. 
No. 2307. Drop Eye, Double Cell, 14 inch diameter. No. 2317. Same as 2307, except with Rack and Pinion. 
No. 2303. Drop Eye, Double Cell, 14 inch diameter. No. 2313. Same as 2303, except with Rack and Pinion. ~ 
No. 2308. Drop Eye, Three Cell, 14 inch diameter. No. 2318. Same as 2308, except with Rack and Pinion. 
No. 2309. Drop Eye, Three Cell, 14 inch diameter. No. 2319. 


Same as 2309, except with Rack and Pinion. 


No. 2327. 
No. 2323. 


Hospital Trial Frame, Double Cell, 14 inch diameter. 
Hospital Trial Frame, Double Cell, 14 inch diameter. 


Note.— Any of the above Frames furnished with Straight Temples if so desired. 
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TRIAL FRAMES. 


Patent Adjustable, Half Riding Temples. 


No. 2347. Perfection, Double Cell, 14 inch diameter. No. 23p7. Same as 2347, except with Rack and Pinion. 
No. 2343. Perfection, Double Cell, 14 inch diameter. No. 2353. Same as 2343, except with Rack and Pinion. 
No. 2348. Perfection, Three Cell, 14 inch diameter. No. 2358. Same as 2348, except with Rack and Pinion. 
No. 2349. Perfection, Three Cell, 14 inch diameter. No. 2359. Same as 2349, except with Rack and Pinion. 


Patent Adjustable, Half Riding Temple, attached to rigid arms independent of the eyes. 
No. 2367. Double Cell, 14 inch diameter. No. 2377. Same as 2367, except with Rack and Pinion. 
No. 2363. Doubie Cell, 14 inch diameter. No. 2373. Same as 2363, except with Rack and Pinion. 
No. 2368. Three Cell, 14 inch diameter. No. 2378. Same as 2368, except with Rack and Pinion. 
No. 2369. Three Cell, 14 inch diameter. No. 2379. Same as 2369, except with Rack and Pinion. 


Any Trial Frames furnished with Straight Temples if so desired. 

We would call particular attention to our New Double Adjustment Attachment, by means of 
which each eye can be adjusted independent of the other. The adjustment is so constructed that you 
can tell at a glance the distance of each eye from the center of the bridge, also the total distance 
between the centers. 

- When ordering add ‘‘ D” to the number of the Frame desired. 


Rotating Prism Frames, to hold square or round prisms of any size, made to order. 


Please do not cut or mutilate this Catalogue, but order by the number of any wholesale house. 
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TRIAL FRAMES. 


patent 


Patent Adjustable, Half Riding Temples. 
No. 2387. Double Cell, 14 inch diam. No. 2383. Double Cell, 14 inch diam. 


Light weight Temples attached to rigid arms independent of the Eyes; 
tempered steel, very strong. 


(a, 
EE 


Patent applied for. 


No. 2397. Double Cell, lSinchdiam. No. 2398. Double Cell, 14inch diam. 


This Frame is similar in construction to the No. 2387, except that the 
distance between the Temples is adjusted at the same time as the P.D., 
adapting itself to small and large faces. All measurements are registered 
on the front of the Frame. ‘This is a very desirable Frame. 
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No. 2407. Double Cell, lSinchdiam. No. 2403. Double Cell, 14 inch diam. 


This Frame is the lightest and strongest Frame in the market. The 
adjustment of the pupillary distance, distance between Temples, height of 
Nose Piece, and distance in and out, are all adjusted from the front of the 
‘frame. The operator can read at a glance the various dimensions required. 


A 
Patent pending. 


Notrr.— Any of the above Frames can be supplied with Straight Temples or Patent 
Extension Temples when desired. 
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TEST RINGS AND DISCS. 


No. 1800. No. 1801. No. 1802. No. 1804. 


No. 1800. Nachet Style, gilt and white, 14 inch diameter. 
Nachet Style, gilt and white, without handle, 14 inch diameter. 
Nachet Style, gilt and white, gold and nickel plated, 14 inch diameter. 
No. 1801. Steel, nickel plated, 14 inch diameter, + and— signs cut out of handles. 
Steel, nickel plated, without handle, 14 inch diameter. 
No. 1802. Extra fine, solid gilt and white, 14 inch diameter. 
Extra fine, solid gilt and white, without handle, 14 inch diameter. 
No. 1803. Same as 1801, except 14 inch diameter. 
No. 1804. Nachet Style, gilt and white, 14 inch diameter. 
No. 1812. Same as 1802, except style of handle. (See cuts of handles.) 


STENOPTIC 
BLANK DISC. PIN HOLE DISC. STENOPTIC DISC. ADJUSTABLE DISC. 


No. 1850. No. 1851. No. 1856. No. 1859. 


Made of hard rubber, oxidized brass or steel, mounted to order in any of the above style Test Rings. 


MADDOX PRISM. MADDOX ROD. MADDOX GROOVE. METAL MOUNT. 


No. 1860. No. 1861. No. 1862. No. 1870. 


The Metal Mount can be used for Prisms and Strong Convex and Concave Lenses, 
when desired, for Test Cases. 
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THE WEILAND OPTOMETER. 


AN INSTRUMENT FOR TESTING HYPEROPIA, MYOPIA, PRESBYOPIA 


AND ASTIGMATISM. 


Invented by D. V. Brown. (Patent applied for.) 


This very practical and ingenious instrument will be found a valuable assistant 
to the Test Case, for determining the error of refraction quickly and accurately. 


Circulars giving full instructions and information will be sent upon application. 
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AMERICAN STANDARD LENSES. 


The above trade-mark will be found on all packages of our first quality Lenses. 
American Lenses have earned the reputation of ‘* Standard” for their fine quality 


and finish. This standard will be held and improved. Give them a trial. 


ASK FOR THE AMERICAN OPTICAL COMPANY'S GOODS AND BE SURE THAT YOU GET THEM, 
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COMPARATIVE LIST OF THE DIOPTRAL AND INCH SYSTEMS. 


WE CAN ONLY FURNISH THE RED NUMBERS. 


red numbers, as the above list is furnished simply for comparison. 
Special Lenses, all powers and sizes, made to order. 


DIOPTERS. INCHES. DIOPTERS. INCHES. DIOPTERS. INCHES. DIOPTERS. INCHES. 
ON 2Bs.S eres: 315. ge Ip-T tatarren Boo ceets 35 Bie WP dantspecte ten 13.12 Ts1G Aone isderenioe 5.50 
O02 ireae eee 180. NG ie eerie 34 TOSS eee 13. © BO eee 5.25 
ORS Mie ssesscees:s LOPES Sel 23 preteen nares 32. Bl ho corgi ae 12.11 1 fof (GOR yack s te 5. 

ODT esteradesae st 144. DOT ae ele an at SRR 31.50 PETES aE 12. et: ee 4.92 
OSS ares denies s 120. ena nets MEA baro 30. Ait Yethnbioscoccac 11.25 | B20 sieadales oat 4.75 
OBIE Maecceacon: 104,99 5 RS 1 deere. cratic 28.63 SBR A seek Baer Si, [ESO tire <orsmes ater 4.63 
OFS OSE cle etait 100. tA sors ste vometts 28. eS ein Mave ythersoxtratctone 10.50 SilO iene wavahs 4.50 
O14 eee 90 as 7 Preece 26.25 3'RN5 eee 10.16 Re Se oe 4.37 
1x: Ss ea es Areas See 80 alls) reg Seaton at 26 GRE Rp dar inacinca sae 10. 0.26). sratere tiehenictereyele 4.25 
ORO Orne treciattes 78.74 VG28ia eee 24.23 Ale Beene tienes oe 9.84 9550 2 he eecelo aes 4.14 
OSD ci sivtstsaieteaveters ¥2, BG! Nomapmodmotod 24 VA chennai. 9.50 O.84 oeaipiceee 4. 

O:G25 ck ce cases 62.99 BG 7 Sencar ecemaroe 22.50 PA), eae eats Ae 9.26 LO. pesesinta arena 3.94 
O66 Re eemcilerrteh. 60. LD raise eadicteretatots's 22 Eero deaneriocts 9 LODO cae stetersrere) terete 3.75 
OL6S8ascmectseetcn ct 58. 1S tes eseses 21 4.50 8.75 oh meetace oe socc 3.58 
(ATE noma aicocmnare &6. ND) Srmeeraegia yet 20. 4.68 pei tline cisistsisisiais 8.50 LUZ Biay eae trocar 3.50 
Oi Bete shite ate 5a. Oo aan teats ee 19.68 BU eee alata tac acts tated 8.29 5 Pee tamiicuo ste oa 501 3.28 
(Ni (st. decouronouadE 52.50 DO ihawe oeeaecetes 19. CBP acid: 20 AON 8. pV lh Wea soggonudontwec 3.25 
Ovi GRe sri aroe ee B52 DADE ssccitc tees 18.53 BTR” hol ch ictaieacst che’ Ac fel litt Eee Geinoenae iss ror 3.03 
Weis Gndanscre sae 50 le Dol Ol oeternete relent eres 18 FO) Pe aig hse nec 7.50 ABAD oi sisre cies stanley 8. 

O82 ert cele wives 48 I Ls’ 288 Feel er ccrrytiorncies otras! 17.50 5.50 7.16 eC See 2.81 
OuBD cress ctere cjelelersiase 46. PE Wore Oca odaee 1%. BiG 2 ereleraae teteieleusts > We rere ctalareletetmblaket 2.95 
O.875 2-0-0 eens 44.99 2.375 - 16.58 tbh ecppovam naoone 6.85 AS. pes oeecceneee 2.62 
(5 ania souncnksd Oot 44. Papa Owis,aivie pastes tats 16 Ge iar 6.56 NO Wives ortsan soar 2.50 
OE ate apie 5 stamsiets 42, | On; | ee 15.75 GOB vere cies saree 6.50 UG, tet ee cee es 2.46 
GS we coe iasine 40 | BG2ZE --ce eres 15. GBB etter eee es 6.30 17.80 oo. 0 ae cee 2.25 
ie DAE Pia en Rete 80:37. Ig wm aetchietenalaea'es TA.DB ale eaten sat eacetes 6.060 a oO Rance 2.19 
nL PES Ate eg 38 fa) Cee 14, 6: BESE icaolmess 6. 19.687 ctr an ance ate 2, 
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\ Orders for Spherical Lenses for Spectacles and Eyeglasses, in either system, should be confined to the 
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FOR USE IN ORDERING LENSES. 


DIOPTRAL SYSTEM. 


DIOPTRAL SYSTEM. 


Diop- | Spherical | Spherical | Cylinder | Cylinder || Diop- Spherical | Spherical | Cylinder | Cylinder 
ters. | Convex. | Concave. | Convex. | Concave. ters. | Convex. | Concave. | Convex. | Concave. 
0.1244 Skeel Search Commerce} Cricket 9.00 Sebate Sample Cradle Cursor 
0.25 Skiff Seam Commode | Crisis 10.00 Sedan Salute Craft Cystic 
0.3734 Skull Script Common | Critic 11.00 Secess Sally Crane Cyprus 
0.50 Sketch Screw Compass | Cross 12.00 Section Sagene Cravatte | Cynic 
0.6244 Skout Sereen | Complex | Crown 13.00 Secant Sabian Crayon Cymbal 
0.75 Skate Scrap Concern | Crumb 14.00 Secret Sabot Creation | Cyma 
0.8744 Size Scotch Cone Crystal 16.00 Secle Sacrist Credit Cycle 
1.00 Sky Scoop Congress | Culprit 18.00 Second Savage Creed Cypress 
1.25 | Six Science | Concord | Current 20.00 | Season Saturn Crescent | Czar 
1.50 Sink School Consul Cutter 

1.75 Sin Scholar | Contra | Custom 

2.00 Silver Scent Cool | Cushion 

2.25 Silk Scar Concert Curve 

2.50 Sign / Bowe oppse Ee 

2. i ‘ Jopy yubie 

EMD Bee tay rita mipenotea feed, PRENTICE DIOPTRAL PRISMS. 

3.25 Sick Salt Cord , Cudden = 

3.50 Shrew Saint Comet | Cue uA Pace ga Pepper 
3.75 Show Saddle Consort Cuff 1 4 Paddle 104 Period 
4.00 Shot Sabre Corsair Culture 114 Pagan 114 Person 
4,25 Shoal Sack Cost | Cup 2 4 Pail 124 Petal 
4.50 Ship Saba Cork Cupola 2A Paint 134 Piece 
4.7 Shield Sacred Count | Curlew on Palace 144 Pilgrim 
5.00 Sheet Sail Counter | Curtain 3464 Palette 154 Pillow 
5.50 Sheath Sage Corona Custard 4 4 Panic 164 Pine 
6.00 Sharp Saline Counsel Cuban 41g4 * Parish 174 Plank 
6.50 Sextant Sallet Courage | Cuirass 5 A Parot 184 Play 
7.00 Settle Salve Court Cumber 6 4 Peace 194 Plate 
7.50 Session Saltant Cow Culvert 7 4 Pedal 204 Plume 
8.00 Service Sandal Crab Cupid 8 4 Pension “304 Pocket 


The above are intended for Spherical Double, Cylinder and Prism Lenses, finished on both sides. 
Add ‘ Periscopic,” ‘‘Smoke, ‘‘ Blue,” “Pink” or ‘‘ Rough” to any of the above, when Lenses of 
respective description are wanted. 


*The figure of a prism (4) affixed to the prism numerals is the symbolic sign of the Prism-Diopter, bole 


also the letter D of the old Greek alphabet. 


degree system, 1° to 3°. 


The lower numbers, 14 to 34, vary only slightly from the o! 
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1. Plano. 
2. Double Convex. 
3. Plano Convex. 
4. Double Concave. 
5. Plano Concave. 
6. Periscopic Convex. 
7. Periscopic Concave. 
8. Coquille. 
9. Mi-Coquille. 
: 10. Plano Prism. 
, 11. Convex Cylinder. 


—, 
. d 


12. 
13. 
14. 
15. 
16. 
Ete 
18. 
19. 
20. 


21. 
22. 


2 


Concave Cylinder. 
Interchangeable. 
Shooting. 
Frameless Lens, drilled. 
Dude Glass. 
Horse-Shoe. 

Round Test Case. 
Split Bifocal. 
Cemented Bifocal. 
Perfection Bifocal. 
Whole Bifocal. 


2 SPECIAL LENSES, ALL POWERS AND SIZES, MADE TO ORDER. 


q Please do not cut or mutitate this Catalogue, but order by 


‘the number of any wholesale house. 
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corresponding Inch number. 


UNCUT LENSES. 


Plano White. 

Plano Convex. 

Plano Concave. 

Plano Cx., round, 14 in. diam. 
Plano Cc., round, 14 in. diam. 
Convex. 

Concave. 

Convex, round, 14 in. diam. 
Concave, round, 14 in. diam. 
Periscopic Cx. 

Periscopic Cc. 

Periscopic Cx., thick. 

Periscopic Cx., round, 14 in. diam. 
Periscopic Cc., round, 14 in. diam. 
Pink Periscopic Cx. 

Pink Periscopic Cc. 

Pink Cc. 

Convex Whole Bifocal. 

Convex for Cemented Bifocal. 
Prisms, Diopter or Degree. 
Shooting. 

Electric. 

Blue Pex., all shades from 1 to 6. 
Blue Pccc., all shades from 1 to 6. 


Smoke Pex., all shades from 1 to 6. 
Smoke Pccc., all shades from 1 to 6. 


Blue Plano. 

Blue Cx. 

Blue Cc. 

Blue Periscopic Cx. 

Blue Periscopic Cc. 

Blue Plano Horseshoe. 
Blue Mi-Coquille. 

Blue Coquille. 

Blue Coquille, extra large. 
Ground Coquille Blue. 
Ground Coquille Blue, extra large. 


Notr.— Our Lenses are made of very hard white stock and are all ground in the 
Dioptral system, each package of the Sphericals being stamped with the Diopter and 
Prisms ground on the Prentice Dioptral system. 


We manufacture and keep in stock the following uncut Lenses in first and second quality : 


Smoke Plano. 

Smoke Cx. 

Smoke Ce. 

Smoke Pex. 

Smoke Pccc. 

Smoke Plano Horseshoe. 

Smoke Mi-Coquille. 

Smoke Coquille. 

Smoke Coquille, extra large. 
Ground Coquille Smoke. 

Ground Coquille Smoke, extra large. 
Convex Pebbles. 

Periscopic Cx. Pebbles. 

Periscopic Ce. Pebbles. 

Strong Cx. 

Strong Cc. 

Strong Periscopic Cx. 

Strong Periscopic Cc. 

Strong Cx., round, 14 in. diam. 
Strong Cc., round, 14 in. diam. 
Strong Plano Cx., round, 14 in. diam. 
Strong Plano Cc., round, 14 in. diam. 
Strong Pex., round, 14 in. diam. 
Strong Pcce., round, 14 in. diam. 
Plano Cylinder Cx. 

Plano Cylinder Cc. 


Cylinder, rough, Cx. and Cc., 2 to 8 
mm’s thick. 


Blue Cylinder, Cx. and Ce. 
Smoke Cylinder, Cx. and Cc. 
Sphero Cylinder. 

Blue Sphero Cylinder. 
Smoke Sphero Cylinder 
Cross Cylinder. 

Sphero Prism. 

Cylinder Prism. 

Sphero Prism Cylinder. 
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INTERCHANGEABLE LENSES. 


| 
| 


A | 


[pers 


ist. QUALITY 
DBL. CONVEX. 


Nore.— Our Lenses are made of very hard stock and are all ground in the Dioptral system. 
(Can be furnished in the Inch system if desired.) 

All Interchangeable Lenses are put up in boxes, each box containing one dozen pairs. Each Lens 
is plainly tagged with the diopter and corresponding inch number. 
We furnish Lenses fitted to any size Eye (see page 7). An extra charge is made for A, B, 

-C, F and Octagon Eyes, 0 and 00 Eye Focused Lenses. 


a 


We manufacture and keep in stock the following Interchangeable Lenses, first and second quality : 


Cenvex and Plano White. 

Convex round, 14 in. diam. 

Plano Cx., round, 14 in. diam. 
Convex, Whole Bifocal. 

Convex, Split Bifocal. 

Convex, Centered Bifocal. 
Convex, ‘‘ Perfection” Bifocal. 
Cemented Bifocal. 

Periscopic Cx. 

Periscopic Cx., round, 14 in. diam. 


Periscopic Cx., edged for Frameless. 


Concave. 

Concave, round, 14 in. diam. 
Plano Cce., round, 14 in. diam. 
Periscopic Ce. 

Periscopic Ce., round, 14 in. diam. 


Periscopic Cc., edged for Frameless. 


Blue Cx. 

Blue Periscopic Cx. 
Blue Ce. 

Blue Periscopic Cc. 
Smoke Cx. 

Smoke Periscopic Cx. 
Smoke Ce. 

Smoke Periscopic Cc. 
Pink Periscopic Cx. 
Pink Periscopic Cc. 
Blue Plano. 

Blue Coquille. 

Blue Coquille, extra large. 


Smoke Plano. 

Smoke Coquille. 

Smoke Coquille, extra large. 
Shooting. 

Ground Coquille Blue. 

Ground Coquille Blue, extra large. 
Ground Coquille Smoke. 

Ground Coquille Smoke, extra large. 
Convex Pebbles. 

Periscopic Cx. Pebbles. 

Periscopic Ce. Pebbles. 

Strong Cx. 

Strong Periscopic Cx. 

Strong Cc. 

Strong Periscopic Ce. 

Strong Cx., round, 14 in. diam. 
Strong Ce., round, 14 in. diam. 
Strong Plano Cx., round, 14 in. diam. 
Strong Plano Cc., round, 14 in. diam. 
Strong Peris. Cx., round, 14 in. diam. 
Strong Peris. Ce., round, 14 in. diam. 
Prisms, 14 in. square, 4 to 304. 
Prisms, 14 in. round, 4 to 304. 

Plano Cylinder, Cx. 

Plano Cylinder, Cc. 

Sphero Cylinder. 

Blue Pex., all shades from 1 to 6. 
Blue Pecc., all shades from 1 to 6. 
Smoke Pex., all shades from 1 to 6. 
Smoke Pccc., all shades from 1 to 6. 


Nore.— Round Lenses, 14 inch diameter, are same price as oval. 
Lenses finished with polished edges when so ordered. 


Lenses frosted when so ordered. 
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IMPROVED LENS-CUTTING MACHINE. 


Used for cutting Spherical and Cylinder Lenses. Fitted with a diamond and patterns, 
complete, for Spectacle and Eyeglass work. 


Ke 


mu 


Place the pattern required on the arbor, taking care to screw the nut on firmly; draw up 
tension chain until the diamond holder presses strongly against the pattern. 


TO CUT A SPHERICAL LENS. Place the Lens on the pad with its longest axis correspond- 
ing to that of the pattern; see that it fits the pad without rocking. If the lens is very thick, the 
center tension may have to be raised in order to place it; this can be done by lifting the knob 
‘‘A”.. If there should be too much pressure on the lens it may be regulated by the screw “B”. 
The center tension should be such that when the lens is brought up to the diamond it cannot be 
easily moved; then bring the lens up to the diamond by pressing the push pin ‘‘C”; turn the 
crank to the left, keeping just enough pressure on the push pin to cause the diamond to cut. Do 
not press too hard. 


TO CUT CYLINDERS. Mark the axis on each edge of the cylinder with an ink dot; 
loosen the clamp screw ‘‘D”; turn the graduated circle until the pointer “E” indicates the 
angle required. Tighten the clamp screw ‘““D”. Draw a line across the pad from 0 to 180; 
place the cylinder with its axis dots on this line, cylinder side up, and cut. 

If in doubt about the size the machine will cut, it will be best to cut a trial from a piece of 
window glass. 


The machine is so arranged that the same pattern can be used for all sizes by using the 
adjustable screws ‘“F” and ‘‘G”. To make larger, loosen the screw ‘‘F” and tighten the screw 
‘““G”. To make smaller, reverse the operation. When the 1 eye pattern is in place, the 
‘* Pointer”? will indicate 1 on the scale. When the pointer indicates 0, that size can be cut; the 
same with all sizes from 3 to 00. 

The scale under the Pointer is made movable to accommodate any change in the size of the 
cut, by change of the diamond or from other cause. 

Keep all the working parts well oiled. 

Be sure the screws ‘‘ F” and ‘‘G” are not left loose. 


a 


We are also prepared to furnish for jobbing purposes, Optical Lathes for grinding special 
Lenses, Lens Drilling Machines, Grindstones and Frames complete; Lathes fitted with Chucks, 
Mills, etc.; Formers for shaping Eyes; Standard Size Eyes for fitting Interchangeable Lenses ; 
Standard Hardened Steel Sizers, all sizes; Pliers for bending Springs; Screw Drivers in three 
sizes, etc., etc. : 
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R It is impossible to even call attention to all the material required by the Opticians ; 


but the following will, we believe, help them to make their wants known. We will 


‘make anything in our line that may be required, either from sample or drawing. 
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' ASK FOR THE AMERICAN OPTICAL COMPANY'S GOODS AND BE SURE THAT YOU GET THEM. 
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TEMPLES. 


When ordering Temples give the Catalogue number of the goods they are intended for, 
and also the color. 


The cuts on the opposite page illustrate: — 


Cut No. 
Cut No. 


Cut No. 
Cut No. 


Cut No. 
. Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 
Cut No. 


il 


No. 20 Temple. 


Flat Temple in Steel, Alumnico, Roman Alloy, Gold Filled, German Silver, Silver 
and Gold. 


‘Solid Joint, half round Stee! Temple. 


Round Temple in Steel, Alumnico, Roman Alloy, Gold Filled, German Silver, 
Silver and Gold. ' 


Fine finish, Extra Light Steel Temple. 
Solid Joint Temple for short end piece, in Steel, Alumnico, Gold Filled and Gold. 
Extra Long Temple, in any quality. 

Short Temple, for children, in any quality. 
Turnpin Temple. 

Special Tip Temple, for name. 

Spoon Tip Temple (extra charge). 

Open Tip Temple. 

Nos. 200 and 210. 

Half Riding Temple. 

Square Butt Riding Temple, for name. 
Riding Temple. 

Riding Temple, solid joint, for short end piece. 
Half Cable and Half Flat Riding Temple. 
Loop Slide Temple. 

Band Slide Temple. 

Turnpin Temple with stop. 

Compensating Temple. 

Spiral Butt Temple. 

Half Cable and Half Round Riding Temple. 
Spiral Tip Temple. 

Spiral Shield Temple. 

Twisted Temple. 

Cable Temple. 

Section of Turnpin Temple. 


LENGTHS -OF TEMPLES. 


We can supply Temples in the following lengths : — 


STRAIGHT TEMPLES. RIDING TEMPLES. 
Alumnico, Steel, c 
Alumnico, 


Roman Alloy, 


German Silver mare 
ia , 54 and 54 inches. Gold Filled, 54, 6, 64, 64, 7 inches. 
: pe German Silver, 
old, Silver, 
Short e. p. Goods, Gold, 
Steel, 


Gold Filled, 


5, 54, 54, 53 and 6 inches. 


When order does not otherwise state we use the following lengths : — 


On all Riding Temple goods, except Children’s, 6 inch Temples. 
On all Straight Temple goods of No. 1 Eye and larger size, 53 inch Temples. 
On all Straight Temple goods of No. 2 Eye and smaller size, 54 inch Temples. 


SPECIAL TEMPLES OF ALL KINDS MADE TO ORDER. 
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EYEGLASS HANDLES. 


Nos. 440, 460, 463, 


490, 500. Nos. 801, 901. 


‘te Nos. 599, 890. 


No. 881 Loop. 


No. 592 and all 
Frameless Bar 
Springs. 


Loop Handle, can 
be used on Open 
Post goods. 


/ Nos. 661, 663, 681, 
688, 1061, 1063, 
1081, 1083. 


Special Handle for 
Gold. 


} aig Handle. 
Nos. 1161, 11638, 


1181, 1183. 


Ball Ring. 
Nos. 560 and 563 


second quality, 
580, 583. 
Nos. 560 and Ball Pear. 
563 first qual- 
ity, 590, 593. 


Ring for cord. 
Nos. 881, 883, 884, 
861, 981, 983. 


The following are Special Handles for Frameless, and should be ordered by letter when 
wanted : — 


A B Cc D 
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OFFSET GUARDS. 


Our Offset Guards are made in the following angles : — 


The No. 1 angle is used unless otherwise ordered. 


RIMLESS STRAPS. 


The following cuts illustrate the different sizes of Straps used on our Rimless goods : — 


2mm 3mm 4mm 5mm 7mm 8mm 10 mm 
tegethetie Ot ik Ol Pst 
0 I ¥ 2 4 5 6 


EYEGLASS STUDS. 


Assorted lengths. 


oS 


OBESET 5 hUDS: 


Ao Bo Co Do Eo 


S-Stud 


Can be used on any style of Eyeglass or Frameless. With this Post the P.D. of the Eye- 
glass can be adjusted, and it can also be bent into an offset, if desired. 


The Studs above can be furnished on all the better grades of Steel, Frameless and Gold 
Eyeglasses, or unattached, and should be ordered by letter. The length of the Stud is 
measured from the outside of the eye wire to the bottom of the Stud. The ‘“ B” is the one 
commonly used on our goods. 


Deep Box Studs are furnished when so ordered, for thick guards, springs, etc. 


EYEGLASS HANGERS. 


“Foto - eee «| % y 6 


No. 450. No. 453. No. 460. No. 1081. No. 463. No. 1083. No. 470. No. 473. 
No. 850. No. 853. No. 480. No. 1181. No. 483. No. 1183. No. 871. No. 873. 
No. 560. No. 1281. No. 563.7; No. 1283. 

No. 681. No. 1381. No. 683. No. 1383. 

No. 881. No. 8838. 
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EYEGLASS SPRINGS. 


When ordering Springs give CATALOGUE NUMBER AND COLOR; if special length or 
shape is desired give Cut number in addition. Special Springs made to order. 


en 
Nos. 520 A, 523 A, 
Nos. 420 and 480. 590 A, 593 A, 
(Length 2 9-16 inches.) 801 A, 803 A, 
890 A, 893 A. 
E Nos. 460, 463, 480, 483, 500, 
560, 5638, 681, 688, 841, 861, 
881, 883, 885, 911, 961, 981, 
1081, 1083, 1181, 1183, 1281 
: : : H : 480 A, 500 A, 
1283, 1381, 1383. 560 A. 881 A. 


(Length 2 7-16 inches.) 


Nos. 470 and 871. 

(Length 24 inches.) 

890-560. (Length 2 inches.) 

Nos. 483 A, 503 A, 
563 A, 883 A. 


Nos. 490, 491, 520, 521, 590, 
591, 661, 801, 862, 890, 891, 
901, 1061, 1161, 1261, 1361, 


530, 540. 
: : . Nos. 480 D, 500 D 
o - bd ? 
(Length 2 7-16 inches. ) 60 D, 881 D. 


ae. % " | : « “4 + - 
. =z ww 883 D. 
Nos. 493, 523, 593, 663, 803, 
893, 894, 908, 1068, 1093, 
1163, 1193, 1263, 1293. Pater ST 
(Length 1 15-16 inches.) = ———————"_—'Nos. 520D, 523 D, 
; 590 D, 593 D, 
— \ 801 D, 803 D 
Z a ? 
/ ~N 
e 
Cost 


890 D, 893 D. 


Nos. 492, 518, 522, 

802, 813. 
(Length 24 inches.) Nos. 480, 500 E, 
560 E, 881 EF, 


883 E. 


Special for Nos. 
493, 523, 803, 898. 

(Length 1 13-16 
inches.) 


Nos. 520 E, 523 E, 
590 E, 593 EH, 
801 E, 803 E, 
890 E, 893 E. 


Special for Nos. 
490, 520, 801, 890. 
(Length 23;inches.) 


Nos. 480 F, 500 F, 
560 F, 881 F. 


Special for Nos. 
490, 520, 801, 890. 


(Length 24 inches.) Nos. 483 F, 503 F, 


563 F, 883 F. 


Special for Nos. 
490, 520, 801, 890. 

(Length 2 7-16 
inches.) 


g Se 
( 10 
Special for Nos. 
lI 490, 520, 523, 801, 
803. 
(Length 24 inches.) 
‘ 12 , 


Nos. 520 F, 523 F, 
590 F, 593 F, 
801 F, 803 F, 
890 F, 893 F. 


MT TTT 


Wil Nos. 532, 593, 
Aes, 832, 892. 


2 ceemrtoanerincsmn oe Soe sf 538,833. 
‘¢ Offset ” Spring. 


Any style. 


PATENT APPLIED FOR. 
Notr.— Any of the above Springs made flat or oval, also reduced or oval reduced. 
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EYEGLASS GUARDS. 


When ordering Guards give CATALOGUE NUMBER AND COLOR. All Guards not 
otherwise described are made with cork; they can be furnished with zylonite if so ordered. 


SPECIAL GUARDS MADE TO ORDER. 


No. 420. 


x Nos. 450, 453, 851, 853. 


Nos. 460, 463, 480, 483, 
560, 563, 681, 683, 881, 
883. 


~ Nos. 470, 473, 871, 873. 


Nos. 490, 520, 530, 661, 
801, 1061, 1261. 


Nos. 491, 521, 862. 


Nos. 498, 523, 542, 583, 
598, 594, 668, 803, 893, 
894, 1063, 1093, 1163, 
1193, 1263, 1293, 1383, 
1398. Any angle de- 
sired. (See page 93.) 


Nos. 500, 503, 861, 863. 


Nos. 532, 538, 592, 832, 
833, 892. 


Nos. 580, 590. 


4 


No. 430. 


Nos. 1161, 1361. 


No. 599. 


Nos. 513, 813. 


Nos. 581, 591, 891. 


Nos. 1081, 1083, 1181, 1183, 
1281, 1283, 1381, 1383, 
or new style, no screws. 


Nos. 492, 522, 802. 


Nos. 440, 443, 840, 843. 


Nos. 460 long, 463 long, 
480 long, 483 long, 881 
long, 883 long. 


No. 911. 
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SPECTACLE ANDZEYEGUASSa SCREWS: 


We are manufacturing a variety of these Screws; and as it is not practical to illustrate 
them, we propose to describe them in such a manner that our customers can intelligently order 
the kind desired. 

Following are the regular kinds we make, designated by the catalogue number of the 
goods they are used for; the same Screws are in several cases also used for other goods as 
indicated : — 


No. 70. Used for all Steel Spectacles except Nos. 193, 366 and 210; also used for Nos. 
1006, 1803, 1306 and 1106, and for all Steel, German Silver, Roman Alloy, Rolled 
Plate and Alumnico Eyeglasses (right and left sides), except the A, D and E ' 
styles Bar Spring in Steel. 


No. 193. Used also for No. 366. 

No. 210. Used also for Nos. 349 and 2347, etc. (for end piece). 

No. 1000. Used also for Nos. 1001, 1002, 1100, 1101, 1808, 1300 and 1301. 

No. 706. Used also for all Gold Riding except Nos. 708 and 718, and for No. 599 Studs. 


No. 710. Used also for the A, D and E styles Bar Spring Steel and Gold Eyeglasses, and for 
left sides on all Gold and Steel Eyeglasses. f 


No. 730. Used also for No. 720 and No. 640. 

No. 530 Handle. No. 540 Handle. No. 801 Handle. 
No. 881 Handle. Used also for Silver Eyeglasses. 
No. 460 Guard. No. 540 Guard. No. 881 Guard. 


No. 490 Stud. Used also for Nos. 480 and 520 D and E styles Bar Spring, and Nos. 460, 463, 
470, 4738, 480, 483, 491, 492, 493, 495, 500, 520, 521,'522, 580, 590, and for the 
Studs of all Silver, German Silver, Rolled Plate, Roman Alloy, Alumnico 
and Gold Eyeglasses, except the No. 881 F style Bar Spring. 


No. 420 Stud. Used also for No. 430. No. 560 Stud. 

No. 520 Open Post. Used also for Nos. 480 O.P., 801 O.P. and 881 O.P. 
No. 523 Open Post. Used also for 803 O.P. 

No. 594 Stud. Used also for Nos. 480 F, 500 F and Trial Frame Springs. 
No. 881 F Stud. No. 590 Glass. No. 1193 Glass. No. 890 Glass (Gold). 


Notr.— Gold, Silver, German Silver, Roman Alloy and Alumnico Spectacle Screws are 
left with unfinished ends and sufficiently long to admit of being filed after being screwed to 
the end piece. 

Orders for special Screws similar to the above will receive our attention. 
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Ask your Jobber for 
JAMERICAN OPTICAL CO. 
EVE GLASS CHAINS. 
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